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OIL LUBRICATED 
DMPRESSOR 


OIL LUBRICATED COMPRESSORS 


SCREW AIR COMPRESSO 

PISTON AIR COMPRESSORS 
О EN SERIES SCREW AIR COMPRESSORS 2.2-45 

KW 

О EG SERIES SCREW AIR COMPRESSOR (11-75 KW) 
О EG SERIES SCREW AIR COMPRESSOR (90 -160 KW) 
О EG SERIES SCREW AIR COMPRESSOR (200 -250 

1-2 HP SINGLE-STAGE DIRECT DRIVE PISTON KW) 

COMPRESSORS 

1-3 HP SINGLE-STAGE BELT DRIVE PISTON 

COMPRESSORS 


3-40 HP SINGLE & TWO STAGE INDUSTRIAL 
PISTON COMPRESSORS 

3-20 HP HIGH-PRESSURE PISTON 
COMPRESSORS 

CUSTOM-BUILT COMPRESSORS 


OIL LUBRICATED SCREW AIR COMPRESSORS 


+ ELGi's oil-lubricated rotary screw compressors are engineered to offer consistent, energy- 
efficient, and intelligent air solutions, ensuring a dependable source of high-quality compressed 
air. 


• An oil-lubricated air compressor functions by pulling air into a storage tank using a piston, which 
necessitates the use of oil to maintain a smooth and highly efficient production process. These 
compressors are notably quieter and have a considerably longer lifespan when it comes to both 
efficiency and reliability. 


+ ELGi's selection of oil-lubricated rotary screw compressors and piston compressors is designed to 
maximize profitability while providing an efficient solution, incorporating time-tested designs, 
advanced technological features, and high-quality manufacturing excellence. 


SCREW AIR COMPRESSORS 


MAXIMIZING YOUR ENERGY EFFICIENCY 


ELGi's oil-lubricated compressor range is designed with a strong focus on energy efficiency, 
ensuring intelligent savings for varying air demands. This is achieved by reducing operating 
pressures and minimizing the total lifecycle cost while also enabling the recovery and reuse of 
waste energy for maximum benefits. 


MAXIMUM BENEFITS 


ELGi guarantees the utmost advantages with their range of oil-lubricated compressors, which 
include exceptional durability, industry-leading warranty coverage, efficient air-oil separation with 
the lowest oil carryover, proprietary manufactured airends, and superior overall performance. 


RELIABLE WORKING FOR YOU 


The EN series oil-lubricated compressors find applications in various industries, including textiles, 
automotive, paper, and food processing. They are also suitable for use in small machining and 
fabrication workshops. 


ELGI 


Always Better. 


THANK YOU! 
https://www.elgi.co 
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